To:  Grantham,  Nancy[Grantham. Nancy@epa.gov] 

From:  Hull,  George 

Sent:  Tue  10/13/2015  7:22:19  PM 

Subject:  FW:  Final  Revised  Tank  Sampling  Report 


I think  we  have  a green  light  on  the  Tank  Sampling  Report.  I’ll  double  check  with  Eugene,  but 
the  environmental  unit  has  signed  off.  - George 


From:  Smith,  Terry  On  Behalf  Of  EOC  Environmental  Unit 
Sent:  Tuesday,  October  13,  2015  3:18  PM 
To:  Hull,  George 

Subject:  Fw:  Final  Revised  Tank  Sampling  Report 


FYI 


From:  Smith,  Terry  on  behalf  of  EOC  Environmental  Unit 
Sent:  Tuesday,  October  13,  2015  3:17  PM 
To:  StClair,  Christie;  Lee,  Eugene 

Cc:  Tenley,  Clancy;  Irizarry,  Gilberto;  EOC  Public  Information;  Smith,  Terry;  EOC  OGC;  Tyner, 
Lee;  Salo,  Earl;  Grantham,  Nancy;  EOC  Environmental  Unit 
Subject:  Re:  Final  Revised  Tank  Sampling  Report 


Christie: 


Edits  have  fully  addressed  my  comments,  should  be  good  to  post. 


Terry 


From:  StClair,  Christie 

Sent:  Friday,  October  9,  2015  6:45  PM 

To:  Lee,  Eugene 

Cc:  Tenley,  Clancy;  Irizarry,  Gilberto;  EOC  Public  Information;  EOC  Environmental  Unit;  Smith, 
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Terry;  EOC  OGC;  Tyner,  Lee;  Salo,  Earl;  Grantham,  Nancy 
Subject:  Re:  Final  Revised  Tank  Sampling  Report 

Looping  in  NG. 

Terry,  do  the  edits  fully  address  your  comments? 

All  - please  let  me  know  if  there's  a need  to  post  before  Tuesday  morning.  Barring 
emergencies,  we  don't  have  a web  person  on-call  outside  business  hours. 

Christie 

Christie  St.  Clair 

Office  of  Public  Affairs 
Environmental  Protection  Agency 

o:  202-564-2880 
m:  202-768-5780 

On  Oct  9,  2015,  at  6:21  PM,  "Lee,  Eugene"  <Lee.Euqene@epa.qov>  wrote: 
Thanks  Clancy. 

Eoc  PIO  can  advise  on  posting  timeline  from  here. 

EL 

Sent  from  my  iPhone 

On  Oct  9,  2015,  at  6:1 1 PM,  Tenley,  Clancy  <Tenlev.Clancv@epa.gov>  wrote: 
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Clancy  Tenley 
Assistant  Director 
Superfund  Division 
(415)972-3785 


From:  Dunkelman,  Tom 

Sent:  Friday,  October  09,  2015  2:59  PM 

To:  Meer,  Daniel  <Meer.Daniel@epa.gov>;  Kao,  Jessica 
<Kao.Jessica@epa.qov>;  Yogi,  David  <Yogi.David@epa.qov>;  Tenley,  Clancy 
<Tenlev.Clancv@epa.qov>;  Keener,  Bill  <Keener.Bill@epa.qov>;  Harris- 
Bishop,  Rusty  <Harris-Bishop. Rusty@epa.gov>;  Lee,  Monica 
<Lee.Monica@epa.qov>;  Manzanilla,  Enrique  <Manzanilla.Enrique@epa.gov>; 
Chilingaryan,  Sona  <Chilingarvan.Sona@epa.gov>;  Zuroski,  Donn 
<Zuroski.Donn@epa.gov>:  Allen,  HarryL  <Allen.HarrvL@epa.qov>:  Benson, 
Craig  <Benson.Craig@epa.gov>:  Zito,  Kelly  <ZITO.KELLY@EPA.GOV> 

Subject:  Fwd:  Final  Revised  Tank  Sampling  Report 


Sent  from  my  iPad 


Begin  forwarded  message: 

From:  "Beckley  (Magowan),  Patricia" 

<Patricia.Becklev@WestonSolutions.com<mailto:Patricia.  Becklev@WestonSolutions.com  > > 
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To:  "Dunkelman,  Tom" 

<Dunkelman.Tom@.epa.gov<mailto:Dunkelman. Tom@epa.gov>  > 


Cc:  "Mehl,  Richard  H." 

<Rick.Mehl@WestonSolutions.com<mailto:Rick.Mehl@WestonSolutions.com>  > , 

"Colomb,  Jonathan" 

<Jonathan.Colomb@WestonSolutions.com<mailto:  Jonathan. Colomb@WestonSolutions.com>  > 

Subject:  Final  Revised  Tank  Sampling  Report 
Tom, 


Please  find  attached  the  final  revised  tank  sampling  report.  The  edits 
requested  by  EPA  have  been  completed. 

Thanks, 

Patricia  (Magowan)  Beckley 
Associate  Geoscientist 
Weston  Solutions,  Inc. 

960  W.  Elliot  Road,  Suite  101 
Tempe,  Arizona  85284 

Office:  480-477-4904<tel:480-477-4904> 

Fax:  480-477-4901  <tel:480-477-4901  > 

Mobile:  602-21 4-671 7<tel:602-214-671 7> 

P Please  consider  the  environment  before  printing  this  material. 
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CONFIDENTIALITY:  This  email  and  attachments  may  contain  information 
which  is  confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential 
or  proprietary  information  without  the  written  permission  of  Weston  Solutions, 
Inc.  is  strictly  prohibited.  If  you  received  this  email  in  error,  please  notify  the 
sender  by  return  e-mail  and  delete  this  email  from  your  system.  Thank  you. 

<GKM  Reg  9 Tank  Sampling  Letter  Report-Final  revised. pdf> 
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